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TOWN OF ARLINGTON, MASSACHUSETTS 
PHASE #13 SANITARY SEWER REHABILITATIONS PROJECT 


ADDENDUM NO. 1 


To be considered as part of the contract drawings and specifications for the Arlington, MA - Phase 
#13 Sanitary Sewer Rehabilitations Project: 


SPECIFICATIONS 





Section 00100 — Advertisement for Bids 





DELETE the first paragraph and REPLACE with the following: 


Sealed bids for construction of Phase #13 Sanitary Sewer Rehabilitations for the Town of 
Arlington, Massachusetts, will be received at the Purchasing Department, 730 
Massachusetts Avenue, Arlington, MA 02476 until 10:00 AM prevailing time, on July 26, 
2021, at which time and place said bids will be publicly opened and read aloud. 


END OF ADDENDUM 


